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Near Als 


In connection with your report #94 we have recommended 
ta the project that they do not try to go into this flow bench 
seck for the obvious reasons, Instead we have recomnended 
as you indicate in your lest paragraph a simple, flowmeter 
of greater eccuracy than the inetallation counter, {[ am en 
closing a copy of our letter to the project on this, 


we have been accumulating additional experience on 
controle that have been set and glyptol sealed, We concur 
with your observation thet we have not seen any shift, We 
believe periodic min flow check is part of the overall effort 
to achieve maximum operational reliability and is not based 
on any new experience, 


v@ don't know ebout tee flow meter in the article but 
will fing out. 
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